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Enclosed is a copy of the 1993 FTC report. The date of appearance in the 
Federal Register is unkn own The varieties described correspond to our Market Sample 
"34, which were picked up between March 15 and April 30, 1991. TITL's draft report was 
January 20,1992, and the final report, March 19,1992. 

There are some corrections to be made, and an errata sheet is to be forthcoming. 
It will be sent as soon as it is received. 


Sincerely, 



Enclosure: 

xc: 

John P. Rupp 


PM3001059607 


Source: https://www.industrydocuments.ucsf.edu/docs/llkk0001 

























